DOCKETED                  89
8503190257 Rev 7 to Emergency Plan Implementing Procedure 1903.61, "Communications Equipment Tests." LEVINE.J.M. Arkansas Power & Light Co. 85/03/14. 19pp. 29403:212-29403:230.
8503250015 Notifies of 850321 meeting w/util in Region IV ofc to discuss emergency operations facility staffing.
HUNTER.D.R. Region 4, Office of Director. 85/03/14. GRIFFIN.J.M. Arkansas Power & Light Co. 1p. 29494:149-29494:149.
8503220095 Rev 10 to Emergency Plan Implementing Procedure 1903.23, "Personnel Emergency."
BOYD.D., LULL.M.W., LEVINE.J.M. Arkansas Power & Light Co. 85/03/18. 14pp. 29475:224-29475:237.
8503220098 Rev 4 to Emergency Plan Implementing Procedure 1903.51, "Turnover of Responsibility." LEVINE.J.M. Arkansas Power & Light Co. 85/03/18. 9pp. 29475:184-29475:192.
8503250038 Notice of 850321 significant meeting w/util to discuss util plan for staffing emergency operations facility in event of accidentPlan departs from guidance of Suppf 1 to NUREG-0737.
*  Region 4, Office of Director. 85/03/18. Region 4, Office of Director. 1p. 29494:323-29494:323.
8503250165 Rev 1 to Emergency Plan Implementing Procedure 1903.34, "Emergency Operations Facility Evacuation."
*  Arkansas Power & Light Co. 85/03/19. 18pp. 29492:320-29492:337.
P. Operating license stage documents & correspondence
8503040471 Updates status of SER Open Items GL-4 & GL-2 re TMI Action Item li.E.1.1.0pen Item GL-4 resolved.Manual suction valves will be installed in suction line from new condensate storage tank to emergency feedwater sys. ENOS.J.T. Arkansas Power & Light Co. 85/02/20. STOLZ.J.F. Operating Reactors Branch 4. 1p. 29178:310-29178:310.
8503050240 Provides overview of proposed interim low level radwaste storage bldg.Bldg will be constructed & operated in compliance w/Generic Ltr 81-38.NO Tech Spec changes will be required.
ENOS.J.T. Arkansas Power & Light Co. 85/02/25. STOLZ.J.F. Operating Reactors Branch 4. 4pp. 29215:001-29215:004.
8503060839 Advises that Class III & I fees appropriate for portions of 840316 application for amends to Licenses DPR-51 & NPF-6 concerning NUREG-0737 & shift overtime items responding to Generic Ltrs 83-37 & 82-16.
DIGGS.R.M. License Fee Management Branch. 85/02/27. GRIFFIN.J.M. Arkansas Power & Light Co. 1p. 29246:174-29246:174.
8503110233 Forwards methodology for estimating core damage based upon post-accident sampling sys readings.per NRC 84p827 request re TMI Item II.B.S.Estimate will not be used as input to emergency planning or other procedures. ENOS.J.T. Arkansas Power & Light Co. 85/02/28. STOLZ.J.F. Operating Reactors Branch 4. MILLER.J.R. Operating Reactors Branch 3. 26pp. 29287:324-29287:350.
8503110420 Forwards response to 840423 request for addl info re Generic Ltr 81-21 concerning natural circulation cooldown analysis.Natural circulation cooldown procedure will be revised to reflect cooldown method modeled in analysis. ENOS.J.T. Arkansas Power & Light Co. 85/02/28. STOLZ.J.F. Operating Reactors Branch 4. 7pp. 29288:074-29288:091,
8503110281 Application for amend to License DPR-51 .changing Tech Specs to reflect specific time intervals in terms of EFPD for axial power shaping rod insertion limits & rev to figure titles.
CAMPBELL.T.G. Arkansas Power & Light Co. 85/03/01. STOLZ.J.F. Operating Reactors Branch 4. 4pp. 29287:097-29287:102.
-8503110287 Proposed Tech Spec changes,reflecting specific time intervals in terms of EFPD for axial power shaping rod insertion limits & revising figure titles. CAMPBELL.T.G. Arkansas Power & Light Co. 85/03/01. 3pp. 29287:100-29287:102.
8503190401 Forwards Amend 95 to License DPR-51 & safety evaluation. Amend provides addl Tech Specs that require operating restrictions & testing of low temp overpressure protection sys.
VISSING.G.S. Operating Reactors Branch 4. 85/03/04. GRIFFIN.J.M. Arkansas Power & Light Co. 2pp. 29442:027-29442:037.
-8503190405 Amend 95 to License DPR-51 .changing Tech Specs to require operating restrictions & testing of low temp overpressure protection sys. STOLZ.J.F. Operating Reactors Branch 4. 85/03/04. 7pp. 29442:029-29442:035.
-8503190412 Safety evaluation supporting Amend 95 to License DPR-51.
*    Office of  Nuclear  Reactor  Regulation,   Director.   85/03/04.   2pp.  29442:036-29442:037.
8503260242 Forwards request for addl info based on preliminary review of responses to Generic Ltr 83-28.Items 2.1,2.2,3.1.3,3.2.3, 4.4 & 4.5.Response required within 60 days for Items 2.1.1, 2.1.2,2.2.1 & 2.2.2 & 90 days for Items 4.4 & 4.5.3. STOLZ.J.F Operating Reactors Branch 4. 85/03/11. GRIFFIN.J. Arkansas Power & Light Co. 3pp. 29518:162-29518:164.
8503250239 Forwards inadvertently omitted pages to 850228 methodology for estimating core damage based upon post-accident sampling sysjper NUREG-0737,ltem II.B.3. ENOS.J.T. Arkansas Power & Light Co. 85/03/14. STOLZ.J.F. Operating Reactors Branch 4. MILLER.J.R. Operating Reactors Branch 3. 6pp. 29492:094-29492:099.
8503250154 Forwards proprietary & nonproprietary Rev 1 to R-84-011-NP & R-84-011-P, "Summary Rept,Phase I of Arkansas Power & Ught inadequate Core Cooling Monitoring Sys Program Test Series." Proprietary rept withheld (ret 10CFR2.790). ENOS.J.T. Arkansas Power & Light Co. 85/03/15. STOLZ.J.F. Operating Reactors Branch 4. MILLER,J.R. Operating Reactors Branch 3. 5pp. 29491:070-29491:177.
-8503250159 Rev 1 to nonproprietary "Phase I of Arkansas Power & Light Inadequate Core Cooling Monitoring Sys Program Test Series Summary Rept" GARBER.F.W., HEDRICK.RA, MOBLEY.R.K. Technology for Energy Corp. R-84-011-NP R01. 85/01/31. 105pp. 29491:075-29491:177.
8503250040 Forwards draft amend to Tech Specs.received on 850311.Draft transmittal Itr & summary of justification for deletion of ETS also encl.W/o draft amend. VISSING.G.S. Operating Reactors Branch 4. 85/03/18. Operating Reactors Branch 4. 5pp. 29497:326-29497:330.
8503290084    Application    for    amend    to    License     DPR-51 .deleting    ETS    in entirety.Justification for deletion & significant hazards consideration end.Fee paid, CAMPBELLJ.G. Arkansas Power & Light Co. 85/03/20. STOLZ.J.F. Operating Reactors Branch 4. 7pp. 29560:155-29560:161.
8503270540 Forwards "Primary Reactor Containment Integrated Leakage Rate Test," final rept.
ENOS.J.T. Arkansas Power & Light Co. 85/03/21. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 1p. 29521:088-29521:233.
-8503270553 "Primary Reactor Containment Integrated Leakage Rate Test." final rept.
*  Bechtel Corp. 84/12/31. 145pp. 29521:089-29521:233.
Q. Inspection reports, IE Bulletins & correspondence
8501140158 Confirms 840104 agreements between G Campbell & RP Denise re plant inservice insp activities & schedule for return to power operation.Util proceeding w/ sys heatup & testing. Criticality scheduled for 850107.
MARTIN.R.D. Region 4, Office of Director. 85/01/04. GRIFFIN.J.M. Arkansas Power & Light Co. 2pp. 28360:360-28360:361.
8503040457 Forwards updated "Second 10-Yr Pump & Valve Inservice Testing Program," for review & approval.Relief requested from ASME Code requirements for impractical testing. Alternate testing methods proposed.
ENOS.J.T. Arkansas Power & Light Co. 85/02/20. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29179:263-29179:291.
-8503040460 "Second 10-Yr Pump & Valve Inservice Testing Program."
*  Arkansas Power & Ught Co. 85/02/20. 27pp. 29179:265-29179:291.
8503040263 Forwards Insp Repts 50-313/85-01 & 50-368/85-01 on 850101-31 & notice of violation.
HUNTER.D.R. Region 4, Office of Director. 85/02/26. GRIFFIN.J.M. Arkansas Power & Light Co. 2pp. 29184:050-29184:070.
-8503040265 Notice of violation from insp on 850101-31.
*  Region 4, Office of Director. 85/02/26. 2pp. 29184:052-29184:053.
-8503040271 Insp Repts 50-313/85-01 & 50-368/85-01 on 850101-31. Violation noted:failure to provide instructions for quality- related design change & to follow procedural requirements for design change controls.
JOHNSON.W.D., HARRELL.P.H.. MARTIN.LE. Region 4, Office of Director. 85/02/25. 17pp. 29184:054-29184:070.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York. Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York. Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. f09pp. 29481:193-29481:300.
8503110225 Ack receipt of 841227 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-313/84-29 & 50-368/84-29.
HUNTER.D.R. Region 4, Office of Director. 85/03/05. GRIFFIN.J.M. Arkansas Power & Light Co. 2pp. 29287:352-29287:357.
-8503110235 Responds to violations noted in Insp Repts 50-313/84-29 & 50-368/84-29.Corrective actions:mgt directive issued to mamt supervision requiring implementation of practices to prevent further degradation of cable trays. ENOS.J.T. Arkansas Power & Light Co. 84/12/27. DENISE.R.P. Region 4. Office of Director. 4pp. 29287:354-29287:357.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westingnouse-Designed Solid State Protection Sys."
JORDANrE.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Ina 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New Yor;k, Inc. f09pp. 29481:085-29481:192.
8503200391 Forwards Vols 1 & 2 of "Inservice Insp Technical Manual for Arkansas Nuclear One Unit 1.Applicable P&IDs submitted w/840827 submittal.Relief requests transmitted w/850204 Itr. Subsection IWE not incorporated.per discussions w/G Viss-
ENOS.J.T. Arkansas Power & Light Co. 85/03/08. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29423:225-29424:279.
-8503200394 "Inservice Insp Technical Manual for Arkansas Nuclear 1," Vols 1 & 2.
* Arkansas Power & Light Co. 85/03/08. 413pp. 29423:227-29424:279.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp, 29480;233-29480:339.n of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-
